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INSTRUCTIONS 


1. This book will be kept in the holder on the unit 
to which it is assigned. 


2. All entries, including signatures, will be 
“PRINTED.” 


3. The time the unit is operated during inspections 
or overhauls will be entered under “OPERATING 
TIME” and circled to facilitate reference to last in- 
spection or overhaul. The total operating time of the 
unit will then be entered on the appropriate inspection 
or overhaul page. 100-hour oilings, performed at 
alternate 50-hour inspections of Glide Bombing At- 
tachment, in accordance with Appendix “D’” (Lubri- 
cation Chart) of Technical Order No. 11-30-67, will 
be entered on pages 6 and 7 of this book. The title 
on these pages, which does not apply to the unit to 
which this book is assigned, will be lined out. 


4. All spaces under “OPERATING TIME” will be 
utilized and totals entered at bottom of page only 
when the page is completely filled. Total time will 


then be brought forward to the top of the next page. 
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5. All entries relative to malfunctioning or dis- 
crepancies will be dated and entered under column 
headed “REMARKS,” opposite the operating time 
entry. This information will be brief and concise. 
When malfunctions have been corrected, a line will 
be drawn through the entry and initialed by the indi- 
vidual performing the corrective maintenance. 


6. All one-time Technical Order changes will be 
entered under columns headed “T. O. COMPLIANCE” 
giving Technical Order number, date of compliance, 
activity accomplishing change, and printed signatures 
of mechanic and supervisor. 


7. Equipment in storage will be handled in accord- 
ance with provisions of Technical Order No. 11-30-13 
and appropriate information entered in columns 
headed “STORAGE.” 


8.. AAF Regulation No. 15-45 and Technical Order 
No. 11-30-19 are applicable to this form. 


9. Copies of this data book may be requisitioned 
from AAF Stock, Class 30-F. 
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